viii                  PREFACE TO THE FIRST EDITION
Wiley & Sons, Inc ), "Principles of Reinforced Concrete Construction," by Profs F. E. Turneaure and E R. Maurer (John Wiley & Sons, Inc.); "A Treatise on Hydraulics," by Prof Hector J. Hughes and Arthur T. Safford (copyright, 1911, The Macmillan Company); "American Civil Engineer's Pocket Book," edited by Mansfield Merriman (John Wiley & Sons, Inc.), and "A Treatise on Masonry Construction," by Prof. Ira 0. Baker (John Wiley & Sons, Inc ) While acknowledgment has been made in the several chapters for this help, more specific thanks are here given for the generous permission to make such free use of these valuable contributions to engineering literature The authors have also drawn upon the late August Friihhng's valuable " Entwasserung der Stadte," published by Wilhelm Engelmann
The authors are under obligations to their junior partners, Charles W. Sherman, William T. Barnes, and Almon L. Fales, and to their office staff, particularly William L Butcher and Frank A Marston, for valuable assistance in the preparation of this book, and to John M Goodell, for many years editor-in-chief of Engineering Record, whose constructive criticism and assistance in the preparation of the manuscript have been most helpful. To the publishers, the McGraw-Hill Book Company, Inc., whose work speaks for itself, thanks are also given
Whatever its merits or dements, the book is at least a monument to cooperative effort and goodwill among civil engineers
The preparation of this book has demanded an amount of time and effort far in excess of that anticipated when the work was undertaken The authors have carried it through, however, because of their experience of the practical value of such information as is given in many chapters herein. As problems have arisen in their work, reference has been made to the book for the help required, and if anything was found lacking it was supplied. This practical test has resulted in the repeated revision of large portions of many of the chapters. The book is published, therefore, with the belief that it is a "practical" book, but as the test of service in one office is not a thorough test of a book on American Sewerage Practice, considered comprehensively, the authors will be glad to receive from the reader any suggested additions, changes, or modifications which will make the book more helpful and to have any errors of statement or computation called to their attention.
LEONARD MBTCALF HARBISON P. EDDY.
14 BEACON STREET, BOSTON, MASS. May 14, 1914.